Sweet Home, OR Code of Ordinances 


CHAPTER 17.28: R-2 RESIDENTIAL HIGH-DENSITY ZONE 

Section 

17.28.010 Purpose. 

17.28.020 Uses permitted outright. 

17.28.030 Conditional uses permitted. 

17.28.040 Lot size and width. 

17.28.050 Yards. 

17.28.060 Lot coverage. 

17.28.070 Building height. 

17.28.080 Mi nim um building size. 

17.28.090 Homes on individual lots. 

17.28. 100 Garage and off street parking requirements. 

17.28. 1 10 Standards for new and expanded manufactured home parks. 


§ 17.28.010 PURPOSE. 

The purpose of the R-2 zone is to provide areas suitable and desirable for high-density residential development, and particularly for 
apartments, but where other types of residential and related public service uses are appropriate. The R-2 zone is most appropriate in 
areas which have been developed for high-density residential use or which are suitable for such use due to proximity to downtown 
Sweet Home and to highway-related commercial areas inside the city. 

(Ord. 1182, § 1,2006) 

§ 17.28.020 USES PERMITTED OUTRIGHT. 

In a R-2 zone, the following primary residential uses and their accessory uses are permitted outright: 

A. A use permitted outright in a R-l zone; 

B. Multi-family dwelling; 

C. Two-family dwellings; 

D. Manufactured home park; and 

E. Single-family attached dwellings. 

(Ord. 1182, § 1,2006) 

§ 17.28.030 CONDITIONAL USES PERMITTED. 

In a R-2 zone, the following uses and their accessory uses may be permitted subject to the provisions of Chapter 17.80: 

A. A use permitted as a conditional use in a R-l zone; 


B. Professional office, except for veterinarian; 

C. Club, lodge, fraternal organization; and 

D. Amateur radio, police and fire antennas. 

(Ord. 1182, § 1,2006) 

§ 17.28.040 LOT SIZE AND WIDTH. 

Except as provided in, Sweet Home Municipal Code § 17.08.050, the minimum lot size and width in a R-2 zone shall be as follows 

A. The min imum lot area for a multi-family dwelling shall be 2,500 square feet per dwelling unit; 

B. The minimum lot area for a two-family dwelling shall be 6,000 square feet; 

C. The minimum lot area for a single-family dwelling and all other uses permitted in a R-2 zone shall be 5,000 square feet; 

D. Single family attached dwellings shall have a minimum lot area of 2,500 square feet per dwelling unit; 

E. The min imum lot width at the front building line shall be as follows: 

1. Seventy feet for a comer lot; 

2. Sixty feet for an interior lot; and 

3. Twenty five feet for a single-family attached dwelling lot. 

(Ord. 1182, § 1,2006) 

§ 17.28.050 YARDS. 

Except as provided in Chapter 17.80 and §§ 17.08.030 through 17.08.130, in a R-2 zone, yard setbacks shall be as follows: 

A. The front yard setback shall be a min imum of 20 feet; 

B. Each side yard setback shall be a minimum of five feet; 

C. The street yard setback shall be a min imum of 15 feet; 

D. The rear yard setback shall be a minimum of ten feet; 

E. Single-family attached dwellings: 

1 . Front shall be a min imum of 20 feet; 

2. The sides between units shall be zero feet; 

3. The sides on exterior boundaries shall be five feet; 

4. Street side shall be a min imum of 15 feet; and 

5. Rear shall be a minimum of ten feet. 

F. On a flag lot or similarly configured lot, the inset front yard setback shall be a minimum of ten feet. 

(Ord. 1235, § l(part), 2013; Ord. 1182, § 1, 2006) 

§ 17.28.060 LOT COVERAGE. 

Building coverage shall meet the following standards: all buildings, except single-family attached dwellings, shall occupy not more 
than 60% of the lot area. 


(Ord. 1182, § 1,2006) 


§ 17.28.070 BUILDING HEIGHT. 

Except as provided in Sweet Home Municipal Code § 17.08.060, in a R-2 zone building heights shall be as follows: 

A. Single-family dwellings shall not exceed a height of 30 feet; 

B. Two-family, single-family attached dwellings and multi- family dwellings shall not exceed a height of 40 feet; and 

C. Accessory structures shall not exceed 20 feet in height at the apex of the roof. 

(Ord. 1182, § 1,2006) 

§ 17.28.080 MINIMUM BUILDING SIZE. 

Dwe llin gs in the R-2 zone shall have a minimum building size of 720 square feet. 

(Ord. 1182, § 1,2006) 

§ 17.28.090 HOMES ON INDIVIDUAL LOTS. 

A. A home shall be placed on a foundation enclosed at the perimeter with no more than 32 inches of the enclosing material 
exposed above grade. Where the building site has a sloped grade, no more than 32 inches of the enclosing material shall be exposed on 
the uphill side of the home. If the home is placed on a basement, the 32 inch limitation will not apply. 

B. The base of a home must be enclosed continuously at the perimeter with either concrete, concrete block, brick, stone or 
combination thereof, or shall have continuous skirting which matches the exterior. 

C. A home shall have a no min al width of at least 24 feet. 

D. A home shall have a roof with a min imum pitch of three feet in height for each 12 feet in width. 

(Ord. 1182, § 1,2006) 

§ 17.28.100 GARAGE AND OLE STREET PARKING REQUIREMENTS. 

A. All single-family, two-family and single-family attached dwellings will have, at minimum, the following: 

1 . A garage or carport; and 

2. Two hard surfaced off-street parking spaces shall be provided. 

B. Multi-family dwellings will have a minimum of two parking spaces per unit. 

(Ord. 1235, § l(part), 2013; Ord. 1182, § 1, 2006) 

§ 17.28.110 STANDARDS FOR NEW AND EXPANDED MANUFACTURED HOME PARKS. 


Description 

City Standard 

1 . Minimum size of park 

1 acre (ORS) 

2. Minimum size of dwelling space 

4,000 square feet 
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5. Minimum distance between dwellings and 
the public right-of-way 

20 feet 

6. Minimum distance between dwellings and all 
other exterior property lines 

15 feet 

7. Exterior boundary fencing 

6' on sides and rear 

8. Landscaping 

10' at front entrance 

9. Must meet the minimum standards set in the 
Manufactured Dwelling Parks Administrative 
Rules - Chapter 918 Division 600 



(Ord. 1182 , § 1 , 2006 ) 













